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PACKAGING  OF  GLASS  CONTAINERS  '  : 

Glass  containers  used  in  packing  products,  purchased  by  the  Food  Distribution 
Administration  shall  be  packed  for  export  in  one  of  the  following: 

A.    INNER  CONTAINER 

1.  Under  8  Fluid  Ounces  Packed  48  fro  the  Box  Arranged  in  Two  Tiers; 

200#  test  one  piece  regular  slotted  construction,  double  wall 
.  corrugated  fiber  box,  corrugations  to  be  two  A  flutes  or  one  A 
""■•and  one  B  flute.  '  ... 

200#  test,  single  wall,  A  flute, .full  height  partitions, 

200#  test,  single  wall,  A  flute,  top,  bottom  and  dividing  pads, 
size  to  be  the  length  of  the  box  less  l/4"  by  the  width  of  the 
box  less  l/4«. 

2.  8  Fluid  Ounces  up  to  and  Including  17  Ounces  Packed  24  to  the  Box; 
Same  as  A-3. 

3.  Over  17  Fluid  Ounces  Up  to  and  Including  40  Fluid  Ounces  Packed  12 
to  the  Box; 

200#  test  one  piece  regular  slotted  construction  double  wall 
corrugated  fiber  box,  corrugations  to  be  two  A  flutes  or  one  A 
and  one  B  flute. 

200#,  double  wall,  full  height  partitions,  corrugations  to 
be  two  A  flutes  or  one  A  and  one  B  flute. 

200#  test,  single  wall,  A  flute,  top  and  bottom  pads,  size  to  be 
the  length  of  the  box  less  l/4"  by  the  width  of  the  box  less  l/4".-  . 

4.  Over  40  Fluid  Ounces  up  to  and  Including  70  Fluid  Ounces  Packed 
6  to  the  Box; 

200#  test' one  piece  regular  slotted  construction,  double  wall 
corrugated  fiber  box,  corrugations  to  be  two  A  flutes  or  one  A 
and  one  B  flute. 

6  bottles  or  jars  individually  packed  in  200#  test,  double  wall 
corrugated  wrappers  full  height  and  with  corrugations  running 
horizontally,  corrugations  to  be  two  A  flutes  or  one  A  and  one  B  flute, 
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200#  test,  single  wall,  A.flut.e,.  top  and  bottom  pads,  size  to  be  the 
length  of  the  box  less  1:/A'f::by;  j'he  width  of  the  box  less  l/4". 
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5.    Over  7Q  Fluid  Ounces  up  to  and  Including  but  not  exceeding  1  Gallon 
packed  4  to  the  Box; 

200#  test  one  piece  regular  slotted  construction  double  wall 
corrugated  fiber  box,  corrugations  to  be  two  A  flutes  or  one  A 
and  one  B  flute, 

4  bottles  or  jars  individually^ packed  in  200#  test  double  wall 
corrugated  wrappers  full  height,  and  with  corrugations  running 
horizontally,  corragations  to  be  two  flutes  or  one  A  and  one 
B  flute. 

200#  test,  single  wall,  A  flute,  top  and  bottom  pads,  size  to  be 
the  length  of  the  box  less  l/4»  by  the  width  of  the  box  less  l/4". 

B.    OUTER  CONTAINER: 

Each  inner  container  shall  be  inserted  in  an  outer  container  constructed 
according  to  Specifications  ESC-1742-C.    The  container  to  be  used  will 
be  designated  inL:  the  announcement. 
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